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ABSTRACT 

This guide to materials on microcomputers that are 
available in the Library of Congress is designed to assist 
individuals in the process of determining the need for a 
microcomputer, selecting the most appropriate one, understanding its 
use, and developing the ability to exploit its full potential. Buying 
guides, evaluations, and books on individual systems are listed to 
assist persons considering the purchase of a microcomputer with 
information on what these machines can do and the software that is 
available. Referenc&s to books on maintenance and repair are also 
included. A brief explanation of the scope of the topic introduces 
the references, which are listed in the following categories: (l) 
introductions to the n icrocomputer (2) subject headings; (3) selected 
buying guides; (4) basic texts; (5) additional texts; (6) related 
texts; (7) handbooks, manuals, encyclopedias, and dictionaries; (8) 
catalogs; (9) maintenance and repair; (lO) bibliographies; (11 ) 
state-of-the-art reviews and conference proceedings; (12) governnent 
publications; (13) abstracting and indexing services; (14) online 
databases; (15) journals; (16) representative journal articles; (17) 
indexes to reports; (18) selected technical reports; (19) selected 
vertical file materials; and (2) associations that can provide 
additional information. (CGD) 
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SCOPE: Microcomputers, often referred to as personal computers (PCs), are 
small, stand-alone computers whose basic characteristics include 
moderate cost, immediate use right out of the carton, expansion and 
enhancement capabilities, and the availability of third-party soft- 
ware. As they evolve, they become capable of doing more and more of 
what larger computers can do. Microcomputern are used in both home 
and office by one person only or by a small group to perform such 
activities as word processing, data management and analysis, 
graphics, planning, and communication with peripherals and other 
computers. 



Microcomputers are not essential for everyone. Many have been pur- 
chased only to sit idle after their owners find that they have too 
little use for them. The aim of this guide is to assist in the pro- 
cess of determining the need for a microcomputer, selecting the most 
appropriate one, understanding its use, and developing the ability to 
exploit its full potential. Buying guides, evaluations, and books on 
individual systems are listed in an attempt to provide those consid- 
ering the purchase of a microcomputer with information on what these 
machines can do and what software is available. References to books 
on maintenance and repair are also included. Not meant to be a com- 
prehensive bibliography, this Tracer Bullet , an update of TB 81-12, 
is designed — as the name of the series implies — to put the reader *'on 
target.- 



INTRODUCTION 



Coburn, Edward J. Learning about microcomputers; hardware and applica- 
tions software. Albany, N.Y., Delmar Publishers, cl986. 424 p. 
Bibliography: p. 407-418. QA76.5.C5548 1986* 

^ McWilliams, Peter A. The personal computer book. Ist rev. ed., newly 

^ rev. and expanded. Garden City, N.Y., Quantum ^ress, Doubleday, 

>3y 1984. 416 p. QA76.5.M38 1984* 

1^ Microcomputers and applications software. In Capron, H. L. Coitt- 

^ puters: tools for an information age. Menlo Park, Calif., Benjamin/ 

V Cummings Pub. Co., cl987. p. 355-473. QA76.C358 1987* 



O *Available in reference collection. Science Reading Room 

2 BEST COPY AVAILABLE 



SUBJECT HEADINGS used by the Library of Congress, under which books on micro- 
computers can be located in most card, book, and online catalogs, include the 
following: 

MICROCOMPUTERS (Highly relevant) 
MINICOMPUTERS (Highly relevant) 
PORTABLE COMPUTERS (Highly relevant) 

See also under the names of individual computers, e.g., Apple lie, 
IBM Personal Computer, Macintosh. It is usually best to use 
the browse command when trying to locate information about a 
particular computer using the online system. 

COMPUTER SOFTWARE (Related) 

MICROPROCESSORS (Related) 

COMPUTERS (More general) 

ELECTRONIC DIGITAL COMPUTERS (More general) 

SELECTED BUYING GUIDES (Subdivision PURCHASING can be used to identify 
other titles, e.g., MICROCOMPUTERS—PURCHASING, MINICOMPUTERS~PURCH.\SING) 

Burke, Walter J. Computers in the classroom — what shall I d'^? A guide. 
New York, Garland Pub., 1986. 325 p. (Garland reference library of 
social science, vol. 359) LB1028.5.B8733 1986 

Buyers guide to computers, 1985. Durango, Colo., Orion Research Corp., 
1985. 272 p. QA76.5.B867 1985* 

Computer buying guide: rating the best computers, peripherals & soft- 
ware. 1984- By the editors of Consumer guide. Skokie, 111., 
Publications International. QA76.5.C612562* 

Gibson, Glenn A., and Mary L. Gibson. Understanding and selecting 
small business computers. Englewood Cliffs, N.J., Prentice-Hall, 
C1986. 418 p. HF5548.2.G523 1986 

LeFan, Mike. National shop-by-mail directory for personal computer 
users. Babylon, N.Y., Pilot Books, cl986. 38 p. QA76.215.L44 1986 

McDonald, Clement J. Buying equipment and programs for home or office. 
New York, Springer-Verlag, 1987. CIP 

Meilach, Dona Z. Before you buy a used computer. New York, Crown Pub- 
lishers, C1985. 150 p. QA76.5.M4174 1985* 

Nadel, Robert B. Avoiding microcomputer headaches: how to control the 
acquisition, use, and security risks of microcomputers. New York 
McGraw-Hill, cl987. 149 p. QA76.5.N24 1987 

BASIC TEXTS 

Case, John. Digital future: the personal computer explosion — why it*s 
happening and what it means. New York, Morrow, cl985. 192 p. 

QA76.5.C382 1985 
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Computer basics. By the editors of Time-Life Books. Chicago, 111., 
Time-Life Books, cl985. 128 p. QA76.C556 1985 

Goody, Roy W. The Intelligent microcomputer* 2nd ed. Chicago, Sci- 
ence Research Associates, cl986» 420 p. QA76.5.G627 1986 

Hopper, Grace Murray, and Steven L. Mandell. Understanding computers. 
2nd ed. St. Paul, West Pub. Co., cl987. 527 p. QA76.5.H67 1987* 

Leigh, William E., Annette J. Thomason, and Noeml M* Paz. Using micro- 
computers: a hands-on introduction. Boston, Boyd & Eraser Pub. Co., 
cl986. 212 p. QA76.5.L445 1986 Rare Bk Spec Format 

Three program files on 1 computer disk (5 1/4 in.). Disk 
characteristics; dual sided, double density* 

System requirements for disk: IBM PC or compatible computers; 
256K; 1 disk drive. 

Owen, Jan. Getting the most from your computer* New York, McGraw-Hill, 
C1985. 425 p. QA76.6.0928 1985 

Computer magazines and publications: p. 293-332. 
Paperless periodicals: p. 333-355. 
Directories: p. 356-363. 

Ratzer, Gerald F. G. Micros to supermtcros: an overview. Englewood 
Cliffs, N.J., Prentice-Hall, cl987. 295 p. QA76.5.R37 1987* 

Rowntree, Derek. Do you really need a home computer? New York, 

Scrlbner, cl985. 144 p. QA76.5.R69 1985 

Toccl, Ronald J., and Lester P. Laskowskl. Microprocessors and micro- 
computers: hardware and software. 3rd ed. Englewoo(^ Cliffs, N.J., 
Prentice-Hall, cl987. 480 p. QA76.5.T556 1987* 

Tralnor, Timothy N. Computer concepts and applications. Santa Cruz, 
Calif., Mitchell Pub., cl987. 505 p. QA76.27.T73 1987 

Rev. ed. of Computer literacy — concepts and applications 
(cl984). Available support materials Include instructor's manual, 
computerized testbank, transparency masters, and BASIC programming 
tutorial. 

Van Young, Sayre. MlcroSource: where to find answers to questions 
about microcomputers* Littleton, Colo., Libraries Unlimited, 1986 ♦ 
220 p. QA76.5.V28 1986* 

Zimmerman, Steven M. , and Leo M. Conrad. Understanding and using 
microcomputers. St. Paul, West Pub. Co., cl986. 339 p. 

HF5548.2.Z58 1986 
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ADDITIONAL TEXTS 



ASM computer source book: a collection of outstanding articles from the 
technical literature. Compiled by consulting editor Theodore K, 
Thomas. Metals Park, Ohio, American Society for Metals^ cl987. 

P- TN673.A77 1987 

Brightman, Richard W., and Jeffrey M. Dimsdale. Using computers in 
an information age. Albany, N.Y., Delmar Publishers, cl986. 520 p. 

QA76.5,B755 1986 

Ciarcia, Steve. Ask Byte. Berkeley, Calif., Osborne McGraw-Hill, 

C1986. 323 p. QA76.6.C525 1986 

Chiefly material solicited by Byte magazine but not selected for 
publication therein. 



Crawford, Walt. Common sense personal computing: a handbook for pro- 
fessionals. Ann Arbor, Mich., Pierian Press, 1986. 204 p. (Common 
sense computing series, no. 1) QA76.5,C723 1986 

Hordeski, Michael F. Microcomputer design. Englewood Cliffs, N.J., 
Prentice-Hall, cl986. 406 p. TK7888.3 .H665 1986 

Bibliography: p. 396-402. 

Insights into personal computers. Edited by Amar Gupta and Hoo-min D, 
Toong. New York, Institute of Electrical and Electronics Engineers, 
C1985. 380 p. QA76. 5,1486 1985 

Lippiatt, Arthur G., and Graham G. L. Wright. The architecture of 
small computer systems. 2nd ed. Englewood Cliffs, N.J., Prentice- 
Hall International, 1986, cl985. 206 p. QA76.9.A73L56 1986 

Margolis, Art. Computer user*s guide to electronics. Blue Ridge Sum- 
mit, Pa., Tab Books, cl985. 321 p. TK7885.4.M37 1985 

Pfaffenberger, Bryan. The scholar*s personal computing handbook: a 
practical guide. Boston, Little, Brown, cl986. 359 p. 

QA76.5.P399 1986 

Popyk, Marilyn K. Up and running! Microcomputer applications. Read- 
ing, Mass., Addison-Wesley, cl987. 647 p. HF5548.2.P614 1987 

Schall, William E., Lowell Leake, and Donald R. Whitaker. Com- 
puter education: literacy and beyond. Monterey, Calif., Brooks/ 
Cole Pub. Co., C1986. 317 p. QA76.S348 1986 

Shafer, Dan. Silicon visions: the future of microcomputer technology. 
New York, Prentice-Hall Press, cl986. 313 p. QA76.5.S443 1986 



Stein, Philip G., and Howard M. Shapiro. The joy of minis and micros: 
data processing with small computers. 2nd ed. Princeton, N.J., 
Omnimaven Books, cl985. 183 p. QA76.5.S7525 1985 
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RELATED TEXTS 

Artwick, Bruce A» Microcomputer displays, graphics, and animation* 
Englewood Cliffs, N»J», Prentice-Hall, cl985» 374 p» 

T385*A77 1985* 
Rev# ed» of Applied concepts in microcomputer graphics 
(cl984)* 

Benton, Mike* The complete guide to computer camps and v>orkshops« 

Indianapolis, Bobbs-Merrill, cl984* 279 p* QA76.33*B46 1984* 

Brownell, Blaine A* Using microcomputers: a guidebook for writers, 
teachers, and researchers in the social sciences* Beverly Hills, 
Calif* Sage Publications, cl985* 320 p. QA76*5*B7797 1985 

Cardoza, Anne, and Suzee J* Vlk* In the chips: how to make money with 
your computer* New York, Computer Book Division, Simon & Schuster, 
cl985. 304 p* HF5548*2*C283 1985 

Children and microcomputers: research on the newest medium* Edited by 
Milton Chen and William Paisle^* Beverly Hills, Calif*, Sage Pub- 
lications, cl985* 320 p* (Sage focus editions, 70) 

Bibliography: p* 297-317. QA76*9*C659C44 1985 

Cronin, Daniel J* Microcomputer data security: issues and strategies* 
New York, Prentice-Hall Press, cl986* 281 p. QA76*9*A25C76 1986 

The Executive workstation. Norwalk, Conn*, International Resource De- 
velopment, cl985. 154 leaves* (International Resource Development, 
Inc* Report j!^634) HD30*2*E97 1987 

Freiberger, Paul, and Michael Swaine* Fire in the valley: the making 
of the personal computer. Berkeley, Calif*, Osborne/McGraw-Hill, 
cl984* 288 p. QA76*5*F697 1984 

Holtz, Herman* Computer work stations: a manager's guide to office 
automation and multi-user systems. New York, Chepman and Hall, 
1985* 302 p* QA76*5*H6368 1985 

Logsdon, Tom* Computers today and tomorrow: the microcomputer explo- 
sion* Rockville^ Md* , Computer Science Press, cl985* 425 p* 

Bibliography: p* 348-354* QA76*5*L612 1985b 

Prosser, Franklin P*, and David E. Winkel* The art of digital design: 
an introduction to top-down design* 2nd ed* Englewood Cliffs, 
N*J*, Prentice-Hall, 1986* 525 p* TK7888.3*P77 1986 

Order of authors' names reversed on previous ed* 

Provenzo, Eugene F* Beyond the Gutenberg galaxy; microcomputers and 
the eraergence of post-typographic culture. New York, Teachers Col- 
lege Press, Columbia University, cl986* 116 p* QA76*9*C66p76 1986 
Bibliography: p* 107-112* 
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Schabeck, Timothy A., and John A. Buckland. Managing microcomputer 
security: networked/standalone: financial, engineering, management, 
marketing, executive. Port Jefferson Station, N.Y,, FTP Technical 
Library, cl986, 1 v, (various paglngs) HF5548,37,S33 1986 

Ward, Gerald M., and Jonathan D. Harris. Managing computer risk: a 
guide for the policymaker. New York, Wiley, cl986. 

HF5548.2,W318 1986 

HANDBOOKS > MANUALS. ENCYCLOPEDIAS, and DICTIONARIES 

Christie, Linda Gail, and John Christie, The encyclopedia of micro- 
computer terminology: a sourcebook for business and professional 
people. Englewood Cliffs, N.J., Prentice-Hall, cl984« 336 p, 

QA76,15,C468 1984* 

Flores, Ivan, and Melvyn Feuerman. The professional microcomputer 
handbook. New York, Van Nostrand Relnhold Co,, cl986, 881 p. 

QA76,5.F47 1986* 

Glossary. Datapro reports on microcomputers, v, 1, Aug, 1987: CM33-008- 
101~CM33-008-152, Pamphlet box* 

For latest update, see Datapro notebook in Science Reading Room, 

Holland, R. C. Illustrated dictionary of microelectronics and micro- 
computers, Oxford, New York, Pergamon Press, cl985. 162 p, 

TK7804.H56 1985* 

Hordeskl, Michael F, The Illustrated dictionary of microcomputers. 
Blue Ridge Summit, Pa,, TAB Professional and Reference Books, cl986, 
352 p, TK7885,A2H67 1986* 

Rev. ed. of Illustrated dictionary o f microcomputer t^rminoiocv 
(cl978), ^ 

Loveday, George, Microprocessor sourcebook for engineers. London, 
Pitman; New York, Wiley, 1986, 247 p. TK7804.L68 1986* 

Metzger, Daniel L. 22 microcomputer projects to build, use, and learn. 
Englewood Cliffs, N.J., Prentice-Hall, cl985. 274 p. 

TK9969.M47 1985 

Pilgrim, Aubrey. Build your own IBM compatible and save a bundle. 

Blue Ridge Summit, Pa., Tab Books, cl987. 208 p. TK9969.P55 1987 

Prltty, David, Duncan Smeed, and Peter Barrle. Practical interfacing 
to popular microprocessors. Worklngham, England; Reading, Mass., 
Addlson-Wesley, cl985. 255 p. TK9969.P75 1985 

Rosenberg, Jerry Martin. Dictionary of computers, information process- 
lug, and telecommunications. 2nd ed. New York, Wiley, cl987. 
73* P- QA76.15.R67 1987* 

Includes glossary of terms in English, Spanish, and French. 
Rev. ed. of Dictionary of computers ♦ data processing, and 
telecommunications (cl984). 
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Sippi, Charles J. Computer dictionary. 4th ed. Indianapolis, Ind., 
H. W. Sams, cl985. 562 p. QA76.15.S5 1985* 

Tokhelm, Roger L. Electronics and microcomputer circuits: 146 prac- 
tical projects. New York, McGraw-Hill, cl985. 200 p. 

TK9965.T65 1985 

CATALOGS 

AOC marketGulde: personal & professional computers. 1983- Bala 
Cynwyd, Pa., Advanced Office Concepts Corp. QA76.5,A64 

Bowker*s complete sourcebook of personal computing, 1985. New York 
Bowker, cl984. 1050 p. QA76,5.B669 1984* 

Cover title: Bowker*s 1985 complete sourcebook of personal 
computing. 

Rev. ed. of Bowker/Bantam 1984 complete sourcebook of personal 
computing, cl983 . 

Computer classified bluebook. fall 1983- Reno, Nev. , Computer 

Classified Bluebook, Inc. QA76.5.C6125634 
First Issue preceded by Preview ed., Aug. 1983. 

Datapro reports on microcomputers. 1983- Delran, N.J., Datapro 
Research Corp., (loose-leaf) SclRR* 

Kept up to date with monthly Issues of supplement pages. 

Datapro reports on microcomputers newsletter Is Issued with 
supplement pages and filed at back of Its v. 3. 

Omni complete catalog of computer hardware and accessories. Edited by 
Owen Davles. New York, Macmlllan; London, Collier Macmlllan, cl984. 
p. QA76.5.046 1984* 

Parent-teacher *s microcomputing sourcebook for children, 1985. New 
York, Bowker, cl985. 846 p. QA76.5.P3i53 1985* 

Retailers* microcomputer market place, spring 1985- New York, 

^o\J^ev. QA76.5.R448 

The Software catalog. Microcomputers. 1983- New York, Elsevier. 
Latest edition In SclRR. QA76.6.S6169* 

Whole earth software catalog for 1986. Stewart Brand, editor-ln-chlef . 
Garden City, N.Y., Quantum Press/Doubleday, 1985. 224 p. 

QA76.5.H495 1985* 

MAINTENANCE AND REPAIR 

Beechhold, Henry F. The Brady guide to microcomputer troubleshooting 
Si maintenance. New York, Prentlce-Hall, cl987. 324 p. 

TK7887.B426 1987 

Brenner, Robert C. The Commodore 64 troubleshooting & repair guide. 
Indianapolis, Ind., H. W. Sams, cl985. 176 p. TK7887.B75 1985 

^ o 
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Brenner, Robert C* IBM PC troubleshooting and repair guide, India- 
napolis, Ind,, H. W. Sams & Co., cl985. 204 p, TK7887,B77 1985* 

Friedman, Herbert. The complete guide to care and maintenance for the 
IBM PC, XT, AT, and Portable PC. New York, Micro Text Publications; 
Englewood Cliffs, N.J., Prentlce-Hall, cl985. 198 p. 

TK7887.F753 1985 

Hllsman, Hoyt. Micro doctor: care, troubleshooting, and simple repair 
for your Apple computer. Boston, Little, Brown, cl986. 229 p. 

TK7887.H55 1986 

Micro doctor: care, troubleshooting, and simple repair for your 
Commodore 64. Boston, Little, Brown, cl986. 202 p. 

TK7887.H554 1986 

' Micro doctor: care, troubleshooting, and slmpls repair for your 
IBM PC. Boston, Little, Brown, cl986. 252 p. TK7887.H557 1986 

Margolis, Art. Troubleshooting and repairing the new personal com- 
puters. Blue Ridge Summit, Pa., Tab Books, cl987. 401 p. 

TK7887.M378 1987 

Paynter, Robert T. Microcomputer operation, troubleshooting, and 
repair. Englewood Cliffs, N.J., Prentlce-Hall, cl986. 413 p. 

TK7887.P39 1986 

Perozzo, JamevS. Microcomputer troubleshooting. Albany, N.Y., Delmar 
Publishers, cl986. 328 p. TK7887.P47 1986 

Williams, Gene B. Chilton's guide to Kaypro repair and maintenance. 
Radnor, Pa., Chilton Book Co., cl985. 200 p. TK7887.W53 1985 



Chilton's guide to Macintosh repair and maintenance. Radnor, Pa. 
Chilton Book Co., C1986. 212 p. TK7887.W535 1986 

Chilton's guide to small computer repair and maintenance. Radnor, 
Pa., Chilton Book Co., cl986. 171 p. TK7887.W537 1986* 

How to repair and maintain your Apple computer: all II series 
models. Including the lie. Radnor, Pa., Chilton Book Co., cl985. 
P* TK7887.W549 1985 

BIBLIOGRAPHIES 

Nlclta, Michael, and Ronald Petrusha. The reader's guide to microcom- 
puter books. 2nd ed. Brooklyn, N.Y., Golden-Lee; White Plains, 
N.Y., Knowledge Industry Publications, cl984. 473 p. 

QA76.5.N49 1984b* 

Popenoe, Crls. Book bytes: the user's guide to 1200 microcomputer 
books. New York, Pantheon Books, cl984. 233 p. 

Z5642.2.P66 1984 SSRR 
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STATE-OF-THE ART REVIEWS and CONFERENCE PROCEEDINGS 

ACM Conference on the History of Personal Workstations, Palo Alto > 
Calif,, 1986 , Conference proceedings: papers presented at the 
conference, Palo Alto, California, January 9-10, 1986, ACM 
Conference on the History of Personal Workstations, sponsored by 
the Pacific Region of the Association for Computing Machinery, 
New York, ACM, cl986, 198 n. QA76,17,A28 1986 

Compcon Fall 84, Arlington, Va,, 1984 , The small computer (r)evolu- 
tlon: proceedings, Compcon Fall 84, Hyatt Regency, Crystal City, 
Arlington, Virginia, September 16-20, 1984, Silver Spring, Md, , 
IEEE Computer Society Press; Los Angeles, order from IEEE Computer 
Society, C1984, 488 p, QA76,5, C61243 1984 

Papers or digests of papers from this series of symposia are 
cataloged individually and classed under various call numbers. 
To obtain a listing of those held by the Library of Congress, type 
FIND COMPCON in the Library's online LOCIS file, 

"IEEE catalog no, 84CH2070-1," 

Conference "OR Models on Microcomputers," Lisbon, Portugal^ 1985 , OR 
models on microcomputers: proceedings of the Conference "OR Models 
on Microcomputers" held in Lisbon, Portugal, 25-27 September, 1985, 
Edited by J , D, Coelho and L, V, Tavares, Amsterdam, New York, 
North-Holland; New York, sole distributors for the U,S,A, and Canada, 
Elsevier Science Pub, Co,, cl986, 269 p, T57,6,C6545 1985 

Euromicro Symposium on Microprocessing and Microprogramming, 12th, 
Venice, Italy, 1986 , Microarchitectures, developments and appli- 
cations. Edited by John Mlgaard, Klaus Waldschmldt, Amsterdam, 
New York, North-Holland; New York, sole distributors for the U,S,A, 
and Canada, Elsevier Science Pub, Co,, 1986, 701 p. 

Includes bibliographies, QA76,5,E9 1986 

Papers from this series of symposia have been published beginning 
with the second, held Oct, 12-14, 1976, in Venice, Each volume 
has an individual title, but all are classed in QA76,5,E9, The 
first symposium in the series is entered under the heading Workshop 
on the Microarchitecture of Computer Systems, Nice, 1975, and is 
held under QA76,6.W7 1975, A volume of papers for the 13th 
symposium (1987) is in press, 

IFIP TC 3 Regional Conference on Microcomputers in Secondary Education, 
Tokyo, Japan, 1986 , Microcomputers in secondary education: pro- 
ceedings of the IFIP TC 3 Regional Conference on Microcomputers in 
Secondary Education, MCSE '86, Tokyo, Japan, 18-22 August 1986, Ed- 
ited by Sigeiti Moriguti, Setsuko Ohtsuki, Teiji Furugori, Am- 
sterdam, New York, North-Holland; New York, sole distributors for 
the U,S,A. and Canada, Elsevier Science Pub, Co,, 1987, 550 p, 

QA76,27,I17 1986 
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IFI? TC 3/WG 3.2/WG 3.5 Working Conference on the Coaputer in the Home: 
Its Challenge to Education, Interlaken, Switzerland > 1986 . The 
computer in the home: its challenge to education: proceedings of 
the IFIP TC 3/WG 3.2/WG 5.5 Working Conference on the Computer in 
the Home: Its Challenge to Education, Interlaken, Switzerland, 
7-11 April, 1986. Edited by Bernard Levrat, Eric D. Tagg, and 
Frank B. Lovis. Amsterdam, New York, North-Holland; New York, 
sole distributors for the U.S.A. and Canada^ Elsevier Science Pub. 
Co., 1987. 151 p. QA76.5.I277 1986 

"Organised by Working Group 3.2, Informatics Education at the 
Secondary Level and Working Group 3.5, Informatics in Elementary 
Education, International Federation for Information Processing 
(IFIP)." 

''Reprinted from the journal Education & Computers ^ vol. 2, 
nos. 1,2, (1986)." 

International Conference and Exhibition on "Children in an Information 
Age: Tomorrow's Problems Today," Varna, Bulgaria, 1985 . Inter- 
national Conference and Exhibition on "Children in an Information 
Age: Tomorrow's Problems Today": proceedings, Grand Hotel "Varna," 
Varna, People's Republic of Bulgaria, 6-10 May, 1985. Sofia?, 
State Committee for Science and Technical Progress of the People's 
Republic of Bulgaria, 1985. 2 v. QA76.9.C659I57 1985 

International Conference on Computer Workstations, 1st, San Jose^ 

Calif., 1985 . Proceedings, 1st International Conference on Computer 
Workstations, November 11-14, 1985, San Jose, Calif.; sponsored by 
IEEE Computer Society. Washington, IEEE Computer Society Press, Los 
Angeles, Calif., cl985. 303 p. QA76.5.I544 1985 

Proceedings of the 2nd International Conference on Computer 
Workstations, Santa Clara, Calif., 1987 is being cataloged. 

Microcomputers in Education Conference, 7th, Arizona State University , 
J- 987 . Who's in charge? Seventh Annual Microcomputers in Educa- 
tion Conference, Arizona State University, Mar. 11-13, 1987. 
Maurene Miller, editor. Rockville, Md., Computer Science Press, 
C1987. 323 p. LB1028.43.M526 1987 

Microcomputing. Edited by P. L. Jones. Oxford, New York, Pergamon, 
C1985. 252 p. (State of the art report, ser. 13, no. 5) 

QA76.5.M52189 1985 

Personal computing. B. Jackson and W. Balthazor, editors. Maidenhead, 
Berkshire, England, Pergamon Infotech, cl984. 234 p. (State of 
the art report, ser. 12, no. 6) QA76.5.P3939 1984 

Bibliography: p. 207-224. 

GOVERNMENT PUBLICATIONS 

Ancarrow, Janice S. Use of computers in home study. Washington, for 
sale by Supt. of Docs., U.S. Govt. Print. Off., 1986? 36 p. 

IN PROCESS 
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Barkley, John. Personal computer networks. Gaithersburg, Md., U.S. 
Dept. of Commerce, National Bureau of Standards; Washington, for 
sale by Supt. of Docs., U.S. Govt. Print. Off., 1986. 53 p. (NBS 
special publication, 500-140) IN PROCESS 

Barkley, John, Dennis Gilbert, and Al Hankinson. Selection of micro- 
computer systems. Washington, U.S. Dept. of Commerce, National 
Bureau of Standards; for sale by Supt. of Docs., U.S. Govt. Print. 
Off*, 1984. 26 p. (NBS special publication, 500-112) 

QC100.U57 no. 500-112 

A Corc^^^titive assessment of the United States microcomputer industry: 
business/professional systems. Prepared by the Office of Computers 
and Business Equipment, Science and Electronics. Washington, U.S. 
Dept. of Commerce, International Trade Administation; for sale by 
Supt. of Docs., U.S. Govt. Print Off., 1986. 123 p. 

HD9696.C63U5r4937 1986 

Hecht, Myron, Herbert Hecht, and Laurence Press. Microcomputers: in- 
troduction to features and uses. Sponsored by Institute for Com- 
puter Sciences and Technology, National Bureau of Standards. Wash- 
ington, U.S. Dept. of Commerce, The Bureau; for sale by Supt. of 
Docs., U.S. Govt. Print. Off., 1984. 131 p. (NBS special publica- 
tion, 500-110) QC100.U57 no. 500-110 
Bibliography: p. 111-116. 

Rosenthal, Lynne. Integrated software for microcomputer systems. 

Gaithersburg, Ild., U.S. Dept. of Commerce, National Bureau of Stand- 
ards; Washington, for sale by Supt. of Docs., U.S. Govt. Print. Off., 
1986. 32 p. (NBS special publication, 500-135) 

QC100.U57 no. 500-135 

Selected computer articles 1983-84. Washington, National Defense 
University, Dept. of Defense Computer Institute, 1984. 549 p. 

Includes bibliographical references. QA76.24.S45 1984 

Steinauer, Dennis. Security of personal coaputer systems: a management 
guide. Gaithersburg, Md., U.S. Dept. of Commerce, National Bureau 
of Standards; Washington, for sale by Supt. of Docs., U.S. Govt. 
Print. Off*, 1985. 64 p. (NBS special publication, 500-120) 

QC100.U57 no. 500-120 

United States. Congress . Hous e. Committee on Education and Labor . Sub- 
committee on Elementary, Secondary^ and Vocational Education . Hear- 
ing on national centers for personal computers in edu^.ation: hearing 
before the Subcommittee on Elementary, Secondary, and Vocational 
Education of the Committee on Education and Labor, House of Repre- 
sentatives, Ninety-eighth Congress, first session, on H.R. 1134 ... 
hearing held in Washington, D.C., on April 21, 1983. Washington, 
U.S. Govt. Print. Off., 1983. 75 p. KF27.E3364 1983k 
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United States. Congress . House . Committee on Science and Technology * 
Subcommittee on Science, Research^ and Technology . H.R. 3750, 
Che Computer Literacy Act, and H.R. 4628, the National Educational 
Software Act: hearing before the Subcommittee on Science, Research, 
and Technology of the Committee on Science and Technology, House of 
Representatives, Kinety-elghch Congress, second session, June 5, 
1984. Washington, U.S. Govt. Print. Off., 1984. 350 p. 

KF27.S399 1984g 

ABSTRACTING AND INDEXING SERVICES that Index relevant journal articles and 
literature are listed below. Some suggested ^erms are given as aids in 
searching. 

Applied Science & Technology Index (1913-) Z7913.I7* 
See: Computers, Portable 
Ml c r o compu t e r s 
Personal Computers 
Telephone — Computer Combination 

Business Periodicals Index (1958-) Z7164.C81B983 
See: Microcomputers 

Portable Computers 

For specific applications see subheading Data Processing 
under various subjects. 

See also under names of individual products. 

Computer Abstracts (1957-) Z6654.C17C64* 
See: Microcomputers 

Personal Computing 

See also under names of individual products. 

Computer & Control Abstracts (1969-) QA76.C548* 
See: Hobby Computing 
Home Computing 
Microcomputers 
Personal Computing 

For applications see Microcomputer Applications and under 
relevant application heading. 

Computer Literature Index (1980-) QA76.Q3* 
See: Microcomputers 
Minicomputers 
Personal Computing 
Videotex 



Note: Consult reference librarian for location of abstracting and indexing 
services in the Science Reading Room. 
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Magazine Index (1983-) Available on film/ROM reader 
See: Laptop Computers 
Micro computers 
Minicomputers 
Portable Computers 

See also under uames of individual products. 

Microcomputer Index (1980-) QA75,5,M5* 

This publication has an author index, company name index, product 
name index, and an index to microcomputers. 

Readers' Guide to Periodical Literature (1900-) AI3,R45 
See under headings beginning COMPUTERS. 

ONLINE DATABASES available through commarcial electronic database vendors include: 
Business Software Database (Data Courier, Inc.) 

The Computer Database — The Database for Computing, Electronics > and Tele- 
communications (Management Contents) 

The International Software Database (International Software Database Corp.) 

Magazine Index (Information Access Company, lAC) 

Microcomputer Index (Database Services) 

Microcomputers (GML Corp.) 

JOURNALS that often contain articles relevant to microcomputers are 

Byte QA76.5.B9 
. Communications of the ACM QA76.A772 
Compute QA75.5.C587 
Computerworld QA76.C5816 
Datamation T175.M26 
Inf oworld uncataloged 
PC QA76.8.I1015P38 
Personal Computing QA76.5.P3937 
Software Reviews on File QA76.75.S64 

REPRESENTATIVE JOURNAL ARTICLES 

Abrahams, P. Personal computers and computing professionals. Com- 
munications of the ACM, V. 30, Feb. 1987: 101-102. QA76.A772 

Chertok, Barbara Lee. R&D: IBM's trump card. PC world, v. 5. Aug. 
1987: 182-184. QA76:8.I2594P3 

Datamation. Thirtieth anniversay issue. New York, Cahners Pub. Co., 
1987. 192 p. (Datamation, v. 33, Sept. 15, 1987) T175.M26 

Reports statistics on industry growth and changes as well as 
trends for the future. 
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Dlvoky, Diane. Image copyright: are you breaking the law? Making it 
easy to copy someone else*s artwork or photograph doesn't make it 
right. Publish!, v. 2, Aug. 1987: 51-55. uncataloged 

Epstein, H. I. Continuing education — a look to the future. Journal 
of professional issues in engineering, v. 113, Jan. 1987: 2-9. 

TA1.A52322 

Preedman, Beth, and Jim Forbes. Increasingly, corporate users ac- 
quire a taste for Macintosh: applications and connectivity make Mac 
a safer choice but some users say it's m ; all-around competitor to 
PC. PC week, v. 4, Aug. 18, 1987: 1, 6. QA75.5.P37 

LePage, Rick. The road to MS-DOS: exploring the paths to connectivity. 
Macworld, v. 4, Aug. 1987: 108-113. uncataloged 

Miller, Stephan. Black Enterprise guide to home entertainment. Black 
enterprise, v. 18, Sept. 1987: 81-88. E185.8.B5 

Pepper, Jon. Is this the year of the lap-top computer? PC week, v. 4, 
June 9, 1987: 99. QA75.5.P37 

Murphy, Brian J. Long live the home market (whatever it is). High- 
tech marketing, v. 4, June 1987: 20-26. uncataloged 

Reich, Caroline. Rules may change in software selection. Purchasing 
world, V. 31, Aug. 1987: 74-75. HF5437.A2P83 

Sharpe, Richard. Why portability cannot compete. Management today. 
Mar. 1987; 100. HD70.G7M32 

Vitalari, Nicholas P., and Alladi Venkatesh. In-home computing and 
information services: a twenty-year analysis of the technology and 
its impacts. Telecommunications policy, v. 11, Mar. 1987: 65-81. 

HE7601.T44 

Waldrop, Heidi. Planners and their computers: love at first byte? 

Successful meetings, v. 36, Aug. 1987: 42-45. HF5438,A317 

Wallace, John. Office in a box. Working woman, v. 12, Apr. 1987: 60. 

HQ1101.W78 

Williamson, Mickey. Will AI fit onto a PC? Computerworld, v. 21. Aug. 
17, 1987: 55-57. QA76.C5816 

Wright, Richard B. How one executive makes the most of his PC. In- 
dus-trial distribution, v. 76, May 1987: 169-174. TJ1.M65 

Yaramko, James. Augmenting the power of personal computers. Office, 
V. 106, Aug. 1987: 38-41. HF5001.02 
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REPORTS and other types of literature are Indexed In the following guides: 
Government Reports Announcements & Index (1946-) Z7916.G78* 
Scientific & Technical Aerospace Reports (1963-) TL500,S35* 

SELECTED TECHNICAL REPORTS 

The Application of microcomputers to aerospace and defence scientific 
and technical Information work. (AGARD lecture series, no. 149) 
Neullly sur Seine, France, Advisory Group for Aerospace Research & 
Development, Oct. 1986. 124 p. AD-A173 314** 

Ellington, Edward P., and Holly J. Grell. Development of a national 
microcomputer network for productivity organizations. Atlanta, 
Georgia Productivity Center, Georgia Institute of Technology, Jan. 
1987. 196 p. PB87-157 368** 

Hlghfill, Keith G. A decision model for selection of microcomputers 
and operating systems. Monterey, Calif., Naval Postgraduate School, 
June 1984. 75 p. AD-A149 065** 

Mauersberger, Gary S. The design and hardware evaluation of an ad- 
vanced 16-blt, low-power, high perforrmance microcomputer system for 
digital signal. processing. Manhattan, Kan., Dept. of Electrical 
and Computer Engineering, Kansas State University, 1985. 108 p. 
Master*s thesis. AD-A158 130** 

Schiller, Mark W. TOTAL-EASE: a personal computer based expert system 
for control system engineering. Wright-Patterson AFB, Ohio, Air 
Force Institute of Technology, Dec. 1986. 280 p. AD-A177 751** 

Schinelli, Bruce G. A decision support system for space technology 
tradeoffs: a microcomputer application. Wright-Patterson AFB, Ohio, 
Air Force Institute of Technology, Dec. 1985. 170 p. AD-A172 379** 

Whitacre, C. Glenvil, and others . Personal computer program for chem- 
ical hazard prediction (D2PC). Aberdeen Proving Ground, Md., Chem- 
ical Research, Development & Engineering Center, Jan. 1987. 151 p. 

AD-A177 622** 

SELECTED MATERIALS available in the Science Reading Room pamphlet boxes include 

All about microcomputer expansion cards. Datapro reports on microcompu- 
ters, V. 1, Sept. 1987: CM17-005-101~CM17-005-l45. 

Includes a list of vendors, organized information, and speci- 
fications for video display adapters, accelerator cards, memory 
cards, port cards, controller cards, and multifunction cards. 

For latest update, see Datapro notebook in Science Reading Room. 



**Available in the microform collection. Science Reading Room. 
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All about microcomputers. Datapro directory of microcomputer hardware 
V. 1, Dec. 1986: SC20-600-101~SC20-600-144. * 

Includes a list of microcomputer vendors, or^^^^i^ jC uCcr' 
mation, and specifications for microcomput'*r modtls- 

For latest update, see Datapro notebook In Science Reading 
Room. 

Ditlea, Steve. Souping up your PC. Science digest, v. 94, June 1986: 
66—67, 69. 

Healey, Martin. What is a workstation? Datamation, v. 33, Jan. 15. 
1987: 55-57. 

Jansson, Lars. Print quality: the factors influencing print quality 
and ways to measure it. Byte, v. 12, Sept. 1987: 199-200, 202, 
204-205, 207. 

Parker, Rachael. Makers try to keep hardware out of gray market. 
Infoworld, v. 9, July 27, 1987: 33. 

Reed, Sandra R. , and Patrick Honan. Hard questions and not-so-easy 
answers. Personal computing, v. 11, Mar. 1987: 62-65, 67-68, 71, 



Rogers, Michael. .The PC printing press. Newsweek, v. 108, July 14. 
1986: 50-51. » / , 

User ratings of personal computers. Datapro reports on microcomputers 
V. 1, Jan. 1986: CM09-002-101— CM09-002-128. 

For latest update, see Datapro notebook in Science Reading Room. 

ADDITIONAL SOURCES OF INFORMATION 

Association for Computing Machinery, Inc. 

11 West 42nd Street 

New York, New York 10036 

Telephone: (212) 869-7440 

Institute for Computer Sciences and Technology 
U.S. National Bureau of Standards 
Building 225, Room B154 
Gaithersburg, Maryland 20899 
Telephone: (301) 92L-3151 

International Communications Industries Association 
3150 Spring Street 
Fairfax, Virginia 22031 
Telephone: (703) 273-7200 

See Encyclopedi a of Associations , v. 1, pt. 3 (in Science Reading 
Room) under Computer Users for identification and location of users 
groups. 
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